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1. THE FOLLOWING SECURITY RELATED ITEMS HAVE BEEN COMPLETED: 

A. ADDITIONAL PERIMETER LIGHTING. 

B. ADDITIONAL INTERIOR LIGHTING. 

C. ENCLOSURE FOR GAS PUMP. 

D. METAL DETECTOR INSTALLED IN UNCLASSIFIED MAILROOM. 

E. VHF RADIO BASE STATION WITH SPEAKER MONITOR AND PR 36’S 
IN CONGEN CAR INSTALLED. 

2. THE FOLLOWING ITEMS HAVE NOT BEEN COMPLETED: 

A. GRILLS TO COVER ALL GROUND FLOOR WINDOWS. SUBMITTED TO 
FBO 5/31/74. FUNDS NOT RECEIVED. 

B. RAISE HEIGHT OF REAR CONSULAR WALL. SUBMITTED TO FBO 
5/31/74. FUNDS NOT RECEIVED. 

C. GRILL BARRIER AT ENTRANCE 2ND FLOOR STAIRWELL. SUBMITTED 
FBO 5/31/74. FUNDS NOT RECEIVED. 

3. THE FOLLOWING REPRESENTS ADDITIONAL SECURITY ITEMS WHICH 
HAVE NOT BEEN COSTED AND FOR WHICH FUNDS HAVE NOT YET BEEN 
REQUESTED. 

A. CONSTRUCTION OF BOMB PIT. 
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B. ONE ADDITIONAL GUARD FOR CONSULATE. 
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C. INDUSTRIAL VACUUM TO REMOVE FLY ASH FROM MODEL II. 

D. TWO PHYSIOLOGICAL BARRIERS TO CONTROL ACCESS IN GROUND 
FLOOR CORRIDORS (CONTROLLED WITH ELECTRIC LOCKS BY LOCAL 
RECEPTIONIST). 

E. AUTOMATIC/MANUAL ROLL-DOWN SHUTTERS FOR LOBBY ENTRANCE. 

F. REINFORCING WOODEN ENTRANCE DOOR WITH STEEL PLATE AND 
METAL GUARD PLATE. 

G. SPOT LIGHTS FOR RECESSED AREA AT BASE OF CONSULATE BUILDING. 

H. METAL DOORS TO SECURE GAS PUMP. 

I. CAGE WITH PLASTIC OR METAL ROOF TO SECURE CHILLER UNITS 
LOCATED ON ROOF OF BUILDING. 

J. REVIEW STACKING ON MODEL II INCINERATOR IN C&R AREA SO AS 
TO REDUCE FLY ASH PROBLEM. 

K. TO ENCLOSE CONGEN FRONT ENTRANCE, EXTERIOR STAIRCASE SO AS 
TO PREVENT INSTALLATION OF EXPLOSIVE DEVICE. 

L. ADD AFTER-HOURS TELEPHONE ANSWERING CAPABILITY TO CONGEN 
TELEPHONE SYSTEM. 

M. GRILLS FOR SECOND FLOOR. 

4. RSO HAS CORRDIN ATED THIS MESSAGE WITH RABAT AND 
CASABLANCA. 
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